To:  Ingemansen,  Dean[lngemansen. Dean@epa.gov] 

From:  MacDonald,  Jennifer 

Sent:  Mon  8/10/2015  5:31:38  PM 

Subject:  RE:  Going  to  the  Gold  King  response  in  NM  as  backup  need  PDO  swap  8/17-22  (M-Th) 


FYI. 


Jennifer  G.  MacDonald,  Asst.  Regional  Counsel 


U.S.  Environmental  Protection  Agency,  Region  10 
1200  Sixth  Avenue,  Suite  900 


Seattle,  Washington  98101 
206-553-8311 

MacDonald.Jennifer@epa.gov 


PRIVILEGED  COMMUNICATION  for  internal  deliberation  only;  may  contain  deliberative,  attorney-client, 
attorney  work  product,  or  otherwise  privileged  material;  do  not  distribute  outside  EPA  or  DOJ. 


From:  Heister,  Dan 

Sent:  Monday,  August  10,  2015  7:32  AM 
To:  Terada,  Calvin 

Cc:  Adams,  Wendy;  Zavala,  Angie;  Becker,  Dale;  Rees,  David;  Liverman,  Earl;  Garcia,  Leticia; 
Weigel,  Greg;  Fowlow,  Jeffrey;  Rodin,  Jeffry;  Johnson,  Jennifer  S.;  Clark,  Josie;  Parker,  Kathy; 
Kumar,  Nilesh;  Leefers,  Kristin;  MacDonald,  Jennifer;  Combes,  Marcia;  Carr,  Matt;  Boykin, 
Michael;  Sibley,  Michael;  Jamison,  Myma;  Knowles,  Nicholas;  Franklin,  Richard;  Whittier, 
Robert;  Smith,  Sharon;  Stanfield,  Brooks 

Subject:  Going  to  the  Gold  King  response  in  NM  as  backup  need  PDO  swap  8/17-22  (M-Th) 


Sitting  at  PDX  now  to  go  to  NM  for  2 weeks.  Should  be  lovely  especially  since  the  spill 
estimate  went  from  1 to  3 million  gallons  this  AM  and  the  NM  governor  called  EPA 
"disgraceful"  on  the  CBS  evening  news  last  night.  Please  look  at  your  schedule  and  swap  if  you 
can.  Thanks 

Sent  from  my  iPhone 

On  Aug  6,  2015,  at  1:28  PM,  Terada,  Calvin  <Terada.Calvin@epa.gov>  wrote: 


1797598 


ED  000552F  00005049-00001 


Nonresponsive 


1797598 


ED  000552F  00005049-00002 


Nonresponsive 


1797598 


ED  000552F  00005049-00003 


Nonresponsive 


1797598 


ED  000552F  00005049-00004 


Nonresponsive 


1797598 


ED  000552F  00005049-00005 


Nonresponsive 


1797598 


ED  000552F  00005049-00006 


Nonresponsive 


1797598 


ED  000552F  00005049-00007 


